CLASSIFICATION OFFICE DECISION 


Title of publication: 

Testees: Season One (Disc Two) 

Other known title(s): 

Testees: Season 1 (Disc 2) 

OFLC ref: 

1000539.000 

Medium: 

DVD 

Distributor: 

Magna Home Entertainment 

Director: 

Samir Rehem 


et al. 

Producer: 

Kenny Hotz 


et al. 

Country of origin: 

Canada 

Language: 

English 

Applicant: 

Film & Video Labelling Body 

Classification: 

Objectionable except if the availability of the publication is 
restricted to persons who have attained the age of 16 years. 


Excisions: 

Descriptive note: 

Display conditions: 

Date of entry in Register: 

Date of direction to 
issue a label: 


No excisions recommended 
Contains sexual references. 
None 

20 May 2010 
19 May 2010 



Components 

Running time 

Menu: 

Play All 

Episode Selection 


Timed component(s): 

Abstinence Underwear 

20:11 


Jelly Bean Omelettes 

19:17 


Pineapple Shampoo 

20:09 


Mr Pain And Danger Lad 

19:13 





Paranoia Pills 

19:08 


Truth Serum 

19:25 


Notices 

0:24 

Total running time: 


117:47 


Summary of reasons for decision: 

Not applicable 



